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Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BtGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



6/4/12 


Elle Rackemami 
Assistant District Attorney 
Suffolk County 

Dear ADA Rackemann: 

Enclose^^h^nalytica^formation you requested in regards to laboratoiy certificate numbers 

Included are copies of the following: 

1) Laboratory Drug Receipt 

2) Laboratory Control Cards with chemists’ hand notations 

3) Analysis Reporting Forms with chemist’s hand notations 

4) MicroMedex identification printouts 

5) Gas Chi-omatograph/Mass Spectrometer (GC/MS) analytical data for sample 

All testingofsa^le was performed by Daniel Renczkowski. All preliminary tests on 

sample were performed by Daniel Renczkowski and the GC/MS analysis of this item 

was performed by Kate Corbett. 

If you have any questions about this material, please call the laboratory at 617-983-6622. 

Sincerely, 

Daniel Renczkowski 
Chemist II 

DPH Forensic Drug Analysis Laboratory 


cc: KAC 
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OePARTMEHJ 


DRUG RECEIPT 


PAGE#_L 

DESTRUCTION # 


3istrict/Unit 


'lame & Rank of Arresting Officer 


( Cl Ci^ 
-S/O 


ID#_ c b 


DEFENDANT’S NAME 


ADDRESS 


STATE 




M4r 


LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 



To be completed by ECU personnel only 


Name and Rank of Submitting Office 


Received by. 


BPD Form 003B-BfS-0907 (prev. 1753) 



JMJ^ 

ii -a 


ECU Control # 
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No. Date Analyzed: 

City: Boston D.C.U. Police Dept. 




Officer: P.O. SYBIL WHITE 



Amount: 7.0 

No. Cont: 1 Cont: pb 

DateRec'd: 11/09/2011 
Gross Wt.: 2.90 


SubsLTABS 

No, Analyzed; 

Net Weight: 

# Tests: 


Prelim: 


Findings: C lon.fii 

C'c-.i's (S” 


No. 


City: Boston D.C.U. Police Dept. 

Officer; P.O. SYBIL WHITE 

Amount: 3.0 

No, Cont: 1 Cont: pb^ tT 2 P 

Date Rec’d; 11/09/2011 


Date Analyzed: 


Gross Wt.: 


4.41 


Prelim: Findings: 



Subst: TABS 


No, Analyzed: 
Net Weight: 
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PRELfMINARY TESTS 
Spot Tests 


Cobalt 
Thiocyanate j 


Marquis 


Froehde's 




Microcrystalline Tests 


Gold 

Chloride 


TLTA 


OTHER TESTS 


(gE) - e.. . 

C) lA' c 1 11'"i C ^ ^ 0.3 m*?. 



PRELIMINARY TEST RESULTS 

RESULTS 

date 13-/3 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

OPERATOR 

DATE 
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DRUG NAME: CLONIDINE HYDROCHLORIDE 
INGREDIENTS: CLONIDINE HYDROCHLORIDE - 0.2 MG 


Color: White 

Shape: Circle 

Imprint: hp ese 

Form; Oral Tablet 

Available-Container-Size; Bottle of 
100 , Bottle of 1000 

AAPCCCode; 201081 - Clonidine 


NDC; 53489-216-01 
63489-216-10 

Excipients; Cellulose, 
Microcrystalline; Starch, 
Pregelatinized; Sodium Starch 
Glycoiate ; Lactose ; Magnesium 
Stearate 

Regulatory Status: RX 
Availability: United States 
Product ID 6714954 
Contact: Mutual Pharmaceutical 


Copyright© 1974-2012 Thomson Reuters. Ail rights reserved. 
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PRELIMINARY TESTS 

Spot Tests 

MIcrocrvstalllne Tests 

Cobalt 

Thiocyanate ( } 

Gold 

Chloride 

Marquis 

TLTA { ) 

Froehde's 

OTHER TESTS 

Mecke's 

rp\ : r Cl, lAo ? A f A- <4^j "Q-.r*' 

Cl \ a Atv zj? ,0<q A m A 

' 0 

PRELIMINARY TEST RESULTS 

RESULTS 

! 

DATE , 0 - f2" 

GC/MS CONFIRMATORY TEST 
RESULTS ior^ZepCi^ 

MS 

OPERATOR C 

DATE A-Un- /O- 
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Page 1 of 1 


Drug 



DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 2 MG 


Color: White to Off-White 
Shape: Circle 

Imprint: 83 4 This tablet is debossed 
with 834 above the scored line and 
TEVA on the unscored side , teva 

Form: Ora! Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 

AAPCC Code: 007000 - 
Benzodiazepines 


NDC; 00093-0834-93 
00093-0834-05 
00093-0834-01 

Excipients: Lactose 
(Monohydrate); Magnesium 
Stearate; Cellulose, 
Microcrystalline ; Povidone ; Water, 
Purified; Starch, Corn 

Regulatory Status: Schedule IV 

Availability; United States 

Product ID 7150959 

Contact; Teva Pharmaceuticals 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 


httt)://wvw,thomsonhc.com/micrntTipdp.\-'?/liKrflrinn/PPri<ifoiiit A 
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Area Percent / Library Search Report 


Information from 
Pile Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\02_1412\817088.D 
KAC 

15 Feb 2012 12:39 

BLANK 

2 

CLONAZ.M 
RTE 



Abundance TIC: 817088.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


817088.D Fri Jun 01 14:44:25 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

C:\msdchem\l\Syatem7\02 14_12\817089.D 

Operator 

KAC 

Date Acquired 

15 Feb 2012 12:52 

Sample Name 

CLONAZEPAM STD 

Submitted by 


Vial Number 

89 

AcquisitionMeth 

CLONAZ.M 

Integrator 

RTE 


Abundance 


TIC: 817089.O\data.ms 

6i22 


600000 

dOOOOO 


2000001 


O^TyrT-rry-rr 

Time-> 2.00 2.60 


T'T ] ( I 

3.00 


T' 


3.60 4.00 4.50 5.00 5.50 6.00 


't r{ t I I I { I I I 

6.50 7.00 


7.50 




'T' 


8.00 8.50 


‘ M ‘ ' I ' ' ' ' I ' ' ' 

9.00 9.50 10.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.322 

1406518 

100.00 

100.00 


817089.D Fri Jun 01 14:44:30 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\02_14_12\817089,D 
KAC 

15 Feb 2012 12:52 

CLONAZEPAM STD 

89 

CLONAZ.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 6,32 C:\Database\NIST05a.L 

2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4“Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 



817089.D Fri Jun 01 14:44:31 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\02_14_12\817091.D 

KAC 

15 Feb 2012 13:18 

BLANK 
DJR 
2 

CLONAZ.M 
RTE 


Abundance TIC: 817091.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


817091.D Fri Jun 01 14:44:42 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\02_14_12\817092.D 

KAC 

15 Feb 2012 13:31 


DJR 
92 

CLONAZ.M 
RTE 


Abundance 


TIC: 817092,D\data.ms 
6.332 


1000000 


500000 


Q V y-T-T- r -T-T-T n -T-T n ~T--f-T-T-p t I j I I I 1 I r ! I I ^ t t t t ri l l » | ■ l l l ] l l l ( | J p y | ; | | , j | g-p >[1111 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 6,50.6.00 6.50 7.00 _7.50 8.00 8.50.9,Q0 ..9-50 10.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.332 

3054889 

100.00 

100.00 


817092 .D 


Fri Jun 01 14:44:46 2012 


Page l 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

C:\msdchem\l\System7\02 14 12\817092.D 

Operator : 

KAC 

Date Acquired : 

15 Feb 2012 13:31 

Sample Name ; 


Submitted by : 

DJR 

Vial Number : 

92 

AcquisitionMeth: 

CLONAZ .M 

Integrator : 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMVJ_T0X2 . L 


PK# RT Library/ID 


CAS# Qual 


6.33 C:\Database\NIST05a.L 

2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Ben2odiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Ben2odiazepin“2-one, 5-(2-ch 001622-61-3 99 


Abundance 

80 

60 

40 

201 


Average of 6.248 to 6.528 min.: 817092.D\clata.ms (-) 


2$0 


234 


76 


51 63 


0 


4p|, 


89 


151 177 


102 


125 




i 1,13 

!,ii il . . 


138 




205 


164 


193 


222 




268 


262 

i'l ill In, 


•ytn- 


314 


298 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260. 280 300 

Abundance 


80 

60 

40; 

20 ' 


#133797: 2H-1,4-Benzodiazepin-2-one, 5-(2-chlorophenyl)-1,3-dihydro-7-nitro- 

280 


234 


75 89 


51 


63 


39 


102 


151 

125 |! 

113 I 138 II 


177 


205 


163 




190 


222 
'll- .i.i’i 


268 


252 


314 


m 


‘ ^ t t i ‘ I ' 1 ‘ I '' i ' T 1 ■pr*rT-r-|'T‘i''i"j 'i 1 j 'rt' r'i y'i i‘i 'i' j i i 'l‘•l ‘j'* 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


817092.D 


Fri Jun 01 14:44:47 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\02_14_12\817094.D 
KAC 

15 Feb 2012 13:57 

BLANK 

2 

CLONAZ.M 
RTE 


Abundance TIC: 817094,0^313.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


817094.D Fri Jun 01 14:44:58 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C;\msdGhem\l\System7\02_14_12\817095.D 
KAC 

15 Feb 2012 14:10 

CLONAZEPAM STD 

89 

CLONAZ.M 
RTE 


Abundance 

800000 

600000 

400000! 

200000 


TIC: 817095.D\data.ms 
6422 






rT"i"j"rT"T"T f I I'Tr]'' 




Time-> 2,00 2.60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 10.00 


Ret, Time 

Area 

Area % 

Ratio % 

6.322 

1676059 

100.00 

100.00 


817095.D Fri Jun 01 14:45:01 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\0214_12\817095.D 

Operator : KAC 

Date Acquired : 15 Feb 2012 14:10 

Sample Name ; CLONAZEPAM STD 

Submitted by : 

Vial Number : 89 

AcquisitionMeth: CLONAZ.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 6.32 C;\Database\NIST05a.L 

2H"1,4“Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-{2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-{2-ch 001622-61-3 , 99 



Abundance #133796: 2H-1,4-Benzodiazepia-2-one, 5-{2-chlorophenyt)-1,3-dihydro-7-niifo- 



817095.D Fri Jun 01 14:45:02 2012 Page 2 
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